Year 

Final Venue 

Host Country 

Winner Team 

Captain 

Runner 

Team 

Remarks 








West Indies won by 17 

1975 

Lord's 

England 

West Indies 

Clive Lloyd 

Australia 

runs 







West Indies won by 92 

1979 

Lord's 

England 

West Indies 

Clive Lloyd 

England 

runs 

1983 

Lord's 

England 

India 

Kapil Dev 

West Indies 

India won by 43 runs 

1987 

Eden Gardens 

India, Pakistan 

Australia 

Aland Border 

England 

Australia won by 7 runs 

1992 

MCG 

Australia, NZ 

Pakistan 

Imran Khan 

England 

Pakistan won by 22 runs[ 





Arjuna 



1996 

Gaddafi Stadium 

India, Pakistan, Srilanka 

Sri Lanka 

Ranatunga 

Australia 

Sri Lanka won by 7 wickets 







Australia won by 8 

1999 

Lords 

England, Wales, Ireland 

Australia 

Steve Waugh 

Pakistan 

wickets[ 

2003 

Wanderers, 

Kenya, South Africa, Zimbabwe 

Australia 

Ricky Ponting 

India 

Australia won by 125 runs 

2007 

Kensington Oval, 

West Indies 

Australia 

Ricky Ponting 

Sri Lanka 

Australia won by 53 runs 


Wankhede 






2011 

Stadium 

Bangladesh, India, Sri Lanka 

India 

Ms Dhoni 

Sri Lanka 

India won by 6 wickets 

2015 

MCG, Melbourne 

Australia, New Zealand 

Australia 

Michael Clarke 

New Zealand 

Australia won by 7 wickets 


For More Details Please Visit: 
http//www.crickworlcup2019.com 





















List of World Cup Results by Country 
From 1975 to 2015 


National 

team 

Final 

appearances 

Winners 

Runners- 

up 

Years 

won 

Years 

runners- 

up 

Australia 





1987, 

1999, 

2003, 

2007, 

2015 

1975, 

1996 

India 

3 

2 

l 

1983, 

2011, 

2003 

West 

Indies 

3 

2 

l 

1975, 

1979 

1983 

Sri Lanka 

3 

l 

2 

1996 

2007, 

2011 

Pakistan 

2 

l 

1 

1992 

1999 

England 

3 

0 

3 


1979, 

1987, 

1992 

New 

Zealand 

l 

0 

1 

_ 

2015 










































